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In addition to the already electrified Warsaw - Katoviee-Glivice railroa? 

line^ electrification of the double-track Szopienice - Krakow and the 

Katowice - Bielice lines was started in the fall of 1957* Every day, at ‘ ^ ^ / 

both lines, | | work teams engaged in excavating and concret- 25X1 

ing work for the erection of poles carrying the overhead wires. 


In the fall of 1957^ construction of a new passenger station at Katowice 
was started* An old storehouse and a mill had to be pulled down first. / 
By March 1958, the concreting of the foundation walls of the station wa^-- 
completed.^ X 


In Katowice city, two railroad bridges on the Warsaw - Katowice - Gliwice 
line were improved; one bridge crosses the Ulica Kosciuszki, the other the 
Ulica Mikolowska. 

The length of both birdges^ which carry at least six tracks, was to be iif- / 
creased from 15 to 30 meters, whereas the original width of 50 meters wa s ' ' 
to be maintained* The steel girders and even the piles were to be repla^d 
by stronger ones. By March 1958, one part each of the new construction at 
the bridges was completed. 

Northeast of Szopienice, the construction of a transformer station, which 
was to supply the planned electrified lines with power, was started in the 
fall of 1957 finished in the rough by February 1958. building 
measures 25 x 15 x 6 meters and was covered by a flat roof ^ 


[Comment. The electrification of the two railroad lines | | 

has appeared in the press* 

The Szopienice - Krakow line was planned to be electrically operated in 

1958. 
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1* In addition to tho already electrified Warschau - Katto^ritz 
Gleiwite railroad line, electrification of the doable<^track 
Szopienice - Krakau and the Kattowttz ^ Bielitz lines was 
atarted in the fall of 1957. Brery day, at both lines, P 

^work teams en^^ed In ezearatin^ and concretin^j work 

for the erection of poles carrying the overhead wires* 1 
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In the fall of 1957, construction of a new passenger station 
at Kattowlte was started. An old storehouse and a mill had to 
be pulled down firsts By Ilarch 1958, the concreting of the 
foundation walla of the station was completed* 2 

3o In Kattowitz city, two railroad bridges on the ’.Varschau - Kattowits 
Gleiwits line were improved 1 one bridge crosses the Ulioa 
Koaciusskl, the other the Ulica riikolowaka* 

The length of both bridges which carry at least six tracks, 
wae to be increased from 15 to 50 metera, whereas the original 
width of 50 meters was to be maintained* The steel girders 
tod even the piles were to be replaced by stronger oneso By 
liarch 1958, one part each of the new construction at the bridges 
was completed^ ^ 

4.. Northeast of Szopienice, the construction of a transformer 

station, which was to supply the planned electrified lines with 
power, was started in the fall of 1957 and finished in the 
rough by February 1958* The building mensuiea 25 x 15 x 6 meters 
and wto ooveriMi by a flat roof . 3 
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Comment, The electrification of the two T-a-il-rooa 
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wae known from separate reports and press publications. 

The Seopieniee - aa*akau line was to be electrically operated 
inl958»,^ 



2. 


^mmente The construction of the naaseu/ra-r in 
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Krakau was also previously rsportwdo 
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Comment, Thw improvement of the two railroad hri (5ir«s in 
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Tosisrand th* construction of a transformer station northeast 
of Smopienioe were reported for the first time» yet it aeems to 
he credible in connection with the electrification program, 
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1« Electrified Warschau - Kattovitz ® Glelwitz line^ 

2c Szopienlce «- Krakau line ( elec trlfieat ion under conairuction) 
3c Kattowitz -p Dielitz line (electrification under ooastruotion) 
4o Bridge across the TTllca Kosolusskipbeln^ icjprovedi? 

5c Nex;r passenger statloii under construction a 
6o Bridge aoroaa the Ullca IClkolowska^ bein^ improvedc 
la Transformer station under construction® 
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Comment . The construction of the passenger station in KraJtow (sic) 
has also been previously reported. 


3. 


Comment . The improvement of the two railroad "bridges in Krakow (sic) 
and the construction of h transformer station northeast of Szopienice 
are reported for the first time. 
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1. Electrified Warsaw - Katowice - Gliwice line. 

2. Szopienice - Krakow line (electrification under construction) 

3. Katowice - Bielice line (electrification under construction) 

4. Bridge across the Ulica Kbsciuszki, being improved. 

5. New passenger station under construction, 

6. Bridge across the Ulica Mikolowska, being improved. 

7. Transformer station under construction. 
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